Brief comment text:

We are opposed to any changes that would negatively impact the availability, crowding, and access to 902-928 mHz bands.  We are working on life safety projects that depend on the maximum connectivity and performance in this frequency range.  This range is also important for individuals and nonprofits and should not be taken away from the people for private profit motives.
